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MEMORANDUM FOR s Deputy Dirtctt t for Administration 

FROM: Bruce T . Johnnou 

Director of >M& Procesaxng 

SUBJECT: OOP Report to: Week Ending 

3 January 1M9 


Support to DDO (U) 

- Minicomputer Data Base for ■gp^ggg|£ 

The ^^^^^^H*inlcouputcr nan t.n successfully movei^rrort^tne 
Ruffing Center to its operational site in GB17 Headquarters. 
It was up and runni ng with two op erating terminals as of 
31 December 1979. (?) 

ADSTAR (U) 

On 19 December 1979 , DDO Ml OCR representatives and 
the ADSTAR COTR met with System Design Manager to 

discuss operation of the Came r a workstation and of the 
Verification Station. 

Or: 20 December 1979 , OCR representatives and tna 
ADSTAR COTR met Sy 1 t~ ,n Design Manager to discuss 

the librarian's role l^usmR retrieval operations. 

jjSSpjpwpPI engineers are making the final adjustments to 
the film converters. The conv< ■: ters are scheduled for 
completion and dry run testing this week. (U) 

Power Upgrade Scheduled for Vm < i al Ce nte r { u ) 

HEB/GL has scheduled the weekend of i2 January for 
replacing the four aluminum foots in the Special Center with 
copper. This is in response to recent power problems in 
the Special Center. The iatt* v tentative based on GSA 
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personnel schedules. 

Center processing requirements . The 
weekend of 19 January 19b 0. 
about an elgh^hou^conpl e t < 

Center. (d) 


availability of materials, and Special 

tael up date is cue 
l he replace* ent will require 
, owur outag* in the Special 


/#/ Bruce 


Johnson 
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